MOUNT CARMEL,  DOHA, AN7D C.3BSAREA.
built fort of an irregular form, having four sides
facing nearly towards the cardinal points, and
the western one fronting the sea*
On its northern front we observed four pyra-
midal bastions with sloping sides, each about
forty feet long at the base, twenty at the top,
fifteen feet thick in the centre, and from twenty
to twenty-five feet in perpendicular height. They
were separated from each other by a space of
twice their own length, which was occupied by
the main wall of the fort, excellently built j and
near the centre, within the wall, we saw the
remains of a large building with the arched
gateway of a passage through it.
On the eastern front, which is of greater
extent than'the northern, were ten similar bas-
tions, including both of those at the angles.
Opposite to the fourth, from the north-east angle,
we observed a well, and looking down into it,
saw distinctly an arched passage of undeter-
mined extent^which was doubtless one of those
subterranean vaults constructed for the carrying
off the filth of the city by the influx of the sea j
and as far as the eye could trace it from above,
it seemed to confirm the assertion of $be his-
torian, that these subterranean vaults had no
less of architecture bestowed on them, than had
the buildings above ground.* Within the fort
immediately opposite to this, was a small square
* See the passage before quoted,  p. 201.